of the practice because "he was there all day and so he'd
have to have seen it" (Tr. 195, 201).

On cross-examination, Mr. Mullins stated that he has
served as a substitute section boss, and has also served as a
shot firer.  He has cleaned up debris after a roof fall, and
confirmed that adequate steps were taken to resecure any roof
fall areas, and that headers, cribs, and canopies have been
installed in these areas.  He believed that most places where
falls occurred were too high for the bolter to reach.  He
conceded that keeping powder and caps on his scoop was not a
smart thing to do, and he would never have done it if he
believed he were in any danger (Tr. 211).

Michael R. Poole, formerly employed by the respondent as
a bratticeman, confirmed that Mr. Cox is his uncle and helped
him get his job.  Mr. poole stated that he was fired by the
respondent for failing to appear for work on Saturday, May 11,
1985, and that he had worked for the respondent as a brattice-
man for 3-years prior to his termination.  Mr. Poole stated
that during May 1984 to May 1985, the mine experienced eight
roof falls in the working area.  He also stated that the
ventilation was not kept up to par, and that the only time it
was is when an inspector was present for an inspection every
6 months (Tr.' 218-219).  Curtains were rolled up and nailed to
roof headers, and at times no curtains were installed unless
an inspector was on his way into the mine.  However, the perma-
nent brattices and stoppings were installed and maintained
properly (Tr. 222, 245) .

Mr. Poole confirmed that powder and caps were frequently
kept on machinery underground and he named five management
individuals who he claimed knew about this practice, includ-
ing Mr. Jackson and Mr. Blankenship (Tr. 219).  Mr. Poole
stated that on occasion, he operated the coal drill and helped
shot firer Alva Cogar, and Mr. Jackson and Mr. Blankenship
would walk in and see the powder and caps on the machine (Tr.
210).

Mr. Poole stated that he never wore any dust sampler,
but they were made available to other miners.  Although he
never personally hoard Mr. Blankenship order anyone to
deactivate a sampler, two of his fellow workers told him
Mr. Blankenship told them to turn off their samplers, and
Mr. Poole stated that he observed samplers in a box on a
rectifier and that they remained there during the entire
shift (Tr. 223-225)..
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ice  because  it made   his
